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(54)Title: STRESS SCATTERING METHOD IN TABLETING 
(57) Abstract 

This invention relates to a tableting composition containing ntimtte gelatine balls and/or foams as 
stress scattering agents so as to minimize the disintegration of microcapsules or the transformation of medi¬ 
cine during tableting; and a stress scattering method in tableting. The use of the tabledng composition accord¬ 
ing to the present invention enables tablets to be made without causing microencapsulated medicine powder, 
enzymes, germs or substances of a low melting point to be transformed or disintegrated. 
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(57) Abstract 

The invention deals with devices, in pa rticu l ar with bandage strips, for a traasdermal delivery of 
drags to pa tie mi , wh ereb y the drag formulations i nclu d e highly viscous preparations, topical solutions of a 
low viscosity and micro-emulsions of a low viscosity containing the drugs. Depending on the consistency of 
the medium containing the drag, the drug formulation b stored in a r e se rvoir, confuting, e.g^ of a punched 
out cavity or of an absorbent piece of material, which b encased or supported by a carrier el em e n t (a formed 
material piece or a non-wov en fleecs tape) adhering to the skia by mesas of a skin-compatible adhesive, 
whereby specialty formed protective films are applied at the filling and delivery side during the storage of the 
device to p rev en t a lateral migration, and wh er eby daring its use, the device can be refilled with dosed 
amounts by the patient without requiring a removal of the device from the skia surface to be treated (Fig. 2). 
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